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Pool Of Hezekiah. Owing to the natural dry 
condition of the city of Jerusalem, the pools are 
useful as rain tanks. The Pool of Hezekiah, an 
artificial reservoir, is cut out of the rocks, and is 
partly fed by the overflow from the well of the 
Virgin. This pool was formerly of larger dimen¬ 
sions, reaching under the buildings that are built 
around it. 
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Pool of Hezekiah. Owing- to the naturally dry condition 
of the city of Jerusalem, the pools are useful as rain-tanks. 
The Pool of Hezekiah, an artificial reservoir, is cut out of 
the rocks, and is partly fed by the overflow from the well of 
the Virgin. This pool was formerly of larger dimensions, 
reaching under the buildings that are built around it. 
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Pool of Hezekiah. Owijj^fo the ”■ 
eontl ioion-v tf^he. cl>y of imlsalenvthe pools are 
usefiyr\pr frr\n ian)is. The PooJ*^THH^»^^ah, an 
artificial reservoir, is cut c i|j»nf the rocksT^wii-w* 
partly fed by the overflow ffom the well of the Virgin. 

This pool was formerly of larger dimensions reaching 
under the buildings that are built around it 
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